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A NEW SPECIES OF SPHAGNUM FROM XIZANG (TIBET) 


Li Xingjiang 


(Kunming Institute of Botany, Academia Sinica) 
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Sphagnum multifibrosum Li ct Zang, sp. nov. 

Planta rubusta, Epidermis caulina stratis plerumque 2—3, fibrosa, 
Folia caulina clongato-lingulata, 3.8—4.3 mm longa, 1.2—1.5 mm lata, multi- 
fibrosa ct multiporosa, Folia ramulina rotundato-vel clongato-ovata, ad 2 mm 
longa, 1.8— 2 mm lata, interiore folii prope margines laterales paucipori magni 
rotundi; dorso folii pori in cellularum angulis bini ternive. Cellulae chlorophyl- 
liferae sectione transversali anguste trangulae, dorso foliorum inclusae, Odor 
aromaticus, 

Hab. In palude alpina ct in paludibus regionis inferioris, In Piceac, Rhodo- 
dendro. 2300—3200 m alt. 31. V. 1975. A-Sang, Yatung County, Xizang, Zang 
Mu 195 (Typus in KUN); A-Sang, Yatung County, 30 V. 1975. Zang 
Mu 127. 

Closely allied to Sphagnum palustre L. differing in sweet fragrance, its 
large plant that often longer than 10 cm, stemleaves narrower and flatter, leaves 
2— 3 times longer than broad and hyaline cells of stem leaves with densely 
fibres and pores. 
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BI ZAKE Sphagnum multifibrosum Li et Zang, sp. nov. 1.4k (x 1); 2. HA (x 6); 
SABO (x150) ; 4.Xmpb (x30, SEN (x30; 6.Xmpop ER xb £& A Hi GYM x 223); 
TREE ARR CPP EIN x 223); 8. p AN OREN x223); ERROR OO 150... RA MES) 


